To:  Manzanilla,  Enhque[Manzanilla. Enrique@epa.gov];  Mcliwain, 

Serena[Mcllwain. Serena@epa.gov] 

From:  James,  Duane 

Sent:  Sun  8/1 6/2015  4:08:39  PM 

Subject:  Fwd:  Gold  King  Mine  Spill  status 

FYI. 

Sent  from  my  iPhone 
Begin  forwarded  message: 


From:  "Husby,  Peter"  <Husby . Peter@,epa. gov> 
Date:  August  16,  2015  at  7:36:18  AM  PDT 
To:  "James,  Duane"  <James.Duane@epa.gov> 

Subject:  Re:  Gold  King  Mine  Spill  status 


The  mobile  lab  arrived  yesterday  late  afternoon.  I will  deploy  3 sondes  today,  as  part  of 
assisting  with  sampling.  The  satellite  systems  did  not  arrive  by  UPS  yesterday,  so  I can’t 
get  them  until  Monday.  I will  install  immediately. 


Peter  Husby 

Field  & Biology  Team  Leader 

USEPA  Region  IX  Laboratory 
1337  S.  46th  St;  Bldg.  201 
Richmond,  CA  94804 
Phone:  510  412-2331 
FAX:  510  412-2302 

Email:  husby. peter@epa. gov 
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